To:  Webster,  Susan[webster.susan@epa.gov] 

Cc:  Martin,  John[martin.john@epa.gov];  Foster,  Althea[foster.althea@epa.gov] 

From:  Gomez,  Kendra 

Sent:  Thur  8/13/2015  3:38:38  PM 

Subject:  REOC  Questions 


All 


Can  you  please  provide  the  official  start  date  for  the  Gold  King  Mine  spill  response?  We  need 
this  information  to  begin  tracking  vehicle/fuel  costs,  repairs,  maintenance  etc. 


In  addition,  what’s  the  plan  for  the  REOC  for  this  weekend?  Are  you  planning  on  staying  here 
or  moving  to  Addison?  Need  this  info  as  soon  as  possible. 


Kendra  C.  Gomez 

Kendra  C.  Gomez 

R6  Health  & Safety  Manager 

1445  Ross  Ave,  Ste  1200 

6MD-00 

Dallas,  TX  75202 

Work:  (214)  665-7225 

Cell:  (214)  205-7643 
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